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Treasury Departmen, 
BUREAU OF THE MINT. 
Washington, yy ZG, December 21 P 188 8 | 
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In answer to your inquiry as to the relative proportion 
of tin and zine in the alloy of minor coin,with a recommendation 
of the Assayer of a proportion of three per cent. tin and two per 
cent. zinc,I have to say that such a change from the proportion 
hitherto used meets with my approval. 


Very respectfully, 
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bel gg te CE 
pivecten of the Minte 
Hon-Daniel . Fox, 
Superintendent U.S.Mint, 


Philadelphia. 
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Treasury Department, 
Bureau of the Mint, 
Washington, D.C., 
December 21, 1886 


Sir: 


In answer to your inquiry as to the relative proportion of tin and zinc in the alloy of minor 
coin, with a recommendation of the Assayer of a proportion of three per cent. tin and two per 
cent. zinc, I have to say that such a change from the proportion hitherto used meets with my 
approval. 


Very respectfully, 
Jas. P. Kimball 
Director of the Mint. 


Hon. Daniel M. Fox, 
Superintendent U.S. Mint, 
Philadelphia. 


